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Опе 15-Dimensional Time Matrix with 5 Harmonic Universes 


Level-1: 12 Tree Kathara Grid of the INTERNAL TEMPLAR 


HARA LEVEL – Outer Portion ої Kathara Level-2 Crystal 
Seals Grid 
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Auric Level, Chakra & Hova Body Correspondence m 
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Level-2 Kathara Crystal Seals чі and Chakras m 
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2 Interwoven Kathara Grids of Primal Order within Universal Time ки 
Matrix 8. Cosmic Energy Matrix ої the Рита! Manifestation Template 
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12 Centers ofthe 7 

COSMIC « k 
KATHARA GRID 

The first Primal Organization of Partiki 


KATHARA GRID 
The second Primal 
Organization of Partiki 
Scalar Grids that forms the 
12 Dimensions of Time 
Cycles & Pre-matter to Gross 
Matter Density Levels of the 
TIME MATRIX, within the 
ENERGY MATRIX. 


Universal Kathara Grid 
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Shields, Signets and the Kathara Grid = | 
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6 SEQUENCE-2 KATHARA POINTS = 


REVITALIZATION of the Imprint for Health 
Sequence-2 Kathara Points CLOSE energetic gate-ways within 
the Kathara Lines of the Kathara Level-1: 12-Tree Grid, to 
direct restorative frequencies into the outer levels of the 
Bio-energetic Field for revitalization of the Imprint for Health 
Within the physical cells. Sequence-2 Points are used to dose the 
Kathara Lines following use of the Sequence-1 Kathara Points or 
any other energy-healing applications, to close the Kathara Grid so 
revitalizing frequencies can directly enter various outer levels of 
the Bio-energetic Field, such as the Auric Levels, Chakras, 
Meridians, DNA and physical cells. Sequence-2 Points revitalize 
and rebalance the outer levels of the Bio-energetic Field first, 
creating more immediate but temporary changes in the body. 


the 1st Chakra, Gently rub the Kathara Points with fingertips for 
following the precise sequence shown above. 


Instructions: Breathe slowly and deeply, Imagine a flow of energy running from the 
Maharic Shield (12" below feet), up into the body through the soles of the feet and 


10-20 seconds each, 
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Crystal Seals Grid 


the body. The Axi-A-Tonal Lines 
Create the web-work of energy 
upon which the Kathara Grid 
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14 SEQUENCE-1 KATHARA POINTS 


REGENERATION of the Imprint for Health 
Sequence-1 Kathara Points OPEN energetic gate-ways within the Kathara 
Lines of the Kathara Level-1: 12-Tree Grid, to receive electro-tonal 
reprogramming for regeneration of the Imprint for Health, Sequence-1 
Points are used to open the Kathara Lines prior to other energy-healing 
applications, to open the Kathara Grid so the regenerative patterns of 
other healing applications can “ground” within the Kathara. Sequence-1 
Points regenerate and rebalance the Kathara Core first, creating more 
lasting but less immediate changes in the body. 


Instructions: Breathe slowly and deeply. Imagine а flow of energy running from the 
Maharic Shield (127 below feet), up into the body through the soles of the feet and 
the 18 Chakra. Gently rub the Kathara Points with fingertips for 10-20 seconds each y 
following the precise sequence shown above. 
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Structure of the Kathara Level-1: 12 Tree Grid a 


Core Scalar Template 


12 PRIMARY KATHARA CENTERS: 

Kathara Centers are condensed Scalar Wave points that hold the core electro-on: 
‘geometrical mathematical program for dimensionalized structure. There are 12 
Kathara Centers, each holding the program for 1 Dimension, The program for 
Partikl Phasing & Vibration-Oscilation for each Dimensional Frequency Band 
is set in the corresponding Kathara Center, The Kathara Centers set the 
template for each Dimension, to ground consciousness within the 
Holographic experience of manifestation, 


15 PRIMARY KATHARA LINES: 

Kathara Lines are the primary sequences of Partiki Phasing that transmit 

the electro-tonal programs held within the Kathara Centers from 1 
Dimension to another, to keep the continual flow of consciousness circulating 
throughout the 15-Dimensional levels of the Morphogenetic Field. When 
functioning properly, the Kathara Lines connect each Harmonic & Dimension 
of Consciousness to the other and govern synchronization of cycles of 

time within the Dimensional Fields & within the Morphogenetic Field, DNA and 
body rhythms of dimensionalized forms, The 3 Vertical Kathara Lines control 
the operation of the other 12 Kathara Lines. The Central Vertical Kathara Line is 
the control center for Partiki Phasing rhythms throughout the Kathara Line 
System. 


3 Vertical Кабага Lines = 1, 2, and 3 
Central Vertical Kathara Line = 1 
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